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Life Support 

MEDICAL COVERAGE OF 1130TH ATTG AIRCRAFT OPERATIONS 
DURING NON-DUTY HOURS 


ATTG Reg 161-2 
11 January 1972 


This regulation outlines the requirements of Life Support (Med- 
ical) coverage for all 1130th ATTG aircraft flights during 
other than normal duty hours. 


1. Scope. The provisions of this regulation apply to the 
Medical Section of the Life Support Directorate. Coordination 
between the Operations Directorate and the Medical Section for 
flights of an "add-on" nature (not published on the weekly/ 
daily flying schedule) and cancellation of scheduled/non- 
scheduled flights, will be an Operations responsibility. 


2. Responsibility. The Director of Life Support and Director 
of Operations are responsible for insuring adherence to the 
provisions of this regulation, as appropriate to their Directorate 


3- Procedures.) Upon notification of flying activities by 
1130th ATTG aircraft ; during other than normal duty hoqrs , the 
Director- of Life Support will detail a doctor or medic to be 
available at his place of duty should an emergency occur requir- 
ing his; assistance . 


4 . The -intent of this requirement is to provide adequate 
medical qoverage during all local flying activity and for time 
of arrival of 1130th aircraft returning from cross-country 
flights. 
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